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E.O.: 11652: XGDS-1 
TAGS: ESTC, COCOM, PL, UK 

SUB J : UK IMAGE INTENSIFIERS TO POLAND - IL 1555 
EXCON 

REF: A. COCOM DOC (73) 2071 
B. STATE 222882 

1. ON OV 13 USDEL RESERVED AND PUT QUESTION IN REF B. 

2. FRENCH DEL ALSO RESERVED, NOTING THAT FACE PLATE OF 
THESE TUBES WAS DESIGNED TO RECEIVE OPTIC FIBER. HE ASKED 
WHAT TYPE OF FIBER WAS INVOLVED. HE ALSO FELT THAT END-USE 
INFO PROVIDED WAS INSUFFICIENT FOR HIS AUTHORITIES TO 
COMPLETE THEIR STUDY OF CASE, AND REQUESTED ASSURANCES 
THAT TUBES WOULD INDEED BE USED FOR CIVIL APPLICATIONS. 
FURTHER, HE OBSERVED THAT FAINT STAR SOURCES COULD 

NOT BE PROPERLY PHOTOGRAPHES USING THIS EQUIPMENT 
WITHOUT SOME TRACKING DEVICE INTEGRATING LENS WITH 
ELECTRONIC COMPONENT, AND ASKED HOW THIS WOULD BE 
ACCOMPLISHED. (LAST QUESTION WAS NOT INCLUDED IN DRAFT 
REPORT OF MEETING AND WAS OBTAINED ORALLY FROM FRENCH 
EXPERT.) 

3. OTHER DELS RAISED NO OBJECTION. 
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